138    DOCKETED ITEMS

Q. Inspection reports, IE Bulletin* & correspondence

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list end.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 68923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109240390 Forwards safety insp rept 50-440/91-14 on 910710-0820.No violations
noted.

KNOP.R.C. Region 3 (Post 820201). 91/09/05. LYSTER.M. Cleveland Electric Illumi-
nating Co. 2pp. 59185:025-59185:042.

-9109240395 Insp rept 50-440/91-14 on 910710-0820.No violations noted. Major areas
inspected:previously           identified           items.allegation           followup.surveillance

observations.maint observations, operational safety verification & event followup.
LANKSBURY.R.D. Region 3 (Post 820201). 91/09/04. 16pp. 59185:027-59185:042.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

9109270030 Confirms plans to conduct enforcement conference on 910930 at Region
HI ofc in Glen Ellyn.lL to discuss apparent programmatic breakdown & lack of mgt
oversight & control during development & review of emergency instructions.
GREENMAN.E.G. Region 3 (Post 820201). 91/09/19. LYSTER.M.D. Cleveland Elec-
tric Illuminating Co. 3pp. 59216:123-59216:125.

9109270079 Forwards NRC emergency operating procedure team insp rept 50-440/91-
13 on 910819-30.Enforcement conference to discuss violations scheduled for 910930.
MILLER.HJ. Region 3 (Post 820201). 91/09/23. LYSTER.M.D. Cleveland Electric Illu-
minating Co. 5pp. 59217:001-59217:053.

-9109270083 Safety insp rept 50-440/91-13 on 910819-30.Violations noted but not
cited.Major areas inspectedrverification that EOPs technically correct & useable & to
determine that quality of EOPs could be controlled & maintained over time.
RESCHESKE.P., PHILLIPS.M.P. Region 3 (Post 820201). 91/09/20. 48pp. 59217:006-
59217:053.

R. Periodic operating reports ft related correspondence

9109050138 "Semiannual Radioactive Effluent Release Rept for 1991: Quarters 1 & 2."
W/910829 Itr.

KENSICKI.S.F., SHATMAN.R., LYSTER.M.D. Cleveland Electric Illuminating Co. 91 /
06/30.105pp. 59025:219-59025:325.

9109030220 Forwards semiannual fitness-for-duty rept for Jan-June 1991. Personnel w/
access to protected area in both Units 1 & 2 currently subj to Unit 1 fitness-for-duty
program since const of Unit 2 on hold.

LYSTER.M.D. Centerior Energy. 91/08/28. Document Control Branch (Document
Control Desk). 5pp. 58994:208-58994:212.

9109160324 Monthly operating rept for Aug 1991 for Perry Unit 1.W/ 910913 Itr.
HEGRAT.H.L, LYSTER.M.D. Centerior Energy. 91/08/31. 6pp. 59119:188-59119:193.

S. Reportable occurrences, LERs ft related correspondence

9109040039 LER 91-015-00:on 910801 .liquid radwaste discharge made w/o verifying
discharge line valving & channel improperly calibr between 910722-0801 .Caused by
personnel error/Totalizer recalibr & technician counseled.W/910830 Itr.
HEGRAT.H.L, LYSTER.M.D. Centerior Energy. 91/08/30. 5pp. 59009:007-59009:011.

9109170202 LER 91-016-00:on 910816,inadvertent test of radiation monitor results in
backup hydrogen purge sys isolation occurred.Caused by personnel error.Technicians
involved counseled & disciplinedW/910913 Itr.
HEGRAT.H.L, LYSTER.M.D. Centerior Energy. 91/09/13. 4pp. 59157:071-59157:074.

DOCKET 50-441 PERRY NUCLEAR POWER PLANT, UNIT 2

A. Application/construction stage documents ft correspondence

9109130111 Forwards analysis concluding that CP can be extended where cause for
requested extension within permittees control.per 910822 meeting.Minor change to

SILBERG.J.E. Shaw. Pittman, Potts & Trowbridge. 91/09/04. MALSCH.M. Office of
the General Counsel (Post 860701). 6pp. 59107:167-59107:172.

F. Security, medical, emergency ft fire protection plans

9109260049 Rev ^Instruction 4 to Emergency Public Info Organization Instructions
Manual Procedure. "Joint Public Info Ctr Deactivation." W/910917 Itr.
TRAVERSO.D..   LYSTER.M.D.   Centerior   Energy.   91/09/17.   16pp.   59218:243-
59218:258.

M. Antitrust correspondence

9109130111 Forwards analysis concluding that CP can be extended where cause for
requested extension within permittees control.per 910822 meeting.Minor change to
antitrust conditions listed.

SILBERG.J.E. Shaw, Pittman, Potts & Trowbridge. 91/09/04. MALSCH.M. Office of
the General Counsel (Post 860701). 6pp. 59107:167-59107:172.

Q. Inspection reports, IE Bulletins ft correspondence

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York. Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109110056 NRC Info Notice 91-055. "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

DOCKET 50-443 SEABROOK NUCLEAR STATION, UNIT 1

F. Security, medical, emergency ft fire protection plans

9109170192 Advises that Rev 5 to security training & qualification plan.transmitted via
910724 Inconsistent w/provisions of 10CFR50.54(p) & acceptable for inclusion into
plan.

JOYNER.J.H. Region 1 (Post 820201). 91/07/31. FEIGENBAUM.T.C. Public Service
Co. of New Hampshire. 4pp. 59133:280-59133:283.

9109160062 Discusses implementation of emergency response data sys & responsibility
to provide site visit to discuss specific implementation needs.lnforms of 911017 meet-
ing to discuss data transmittal.

KNAPP.M.R. Region 1 (Post 820201). 91/08/29. FEIGENBAUM.T.C. Public Service
Co. of New Hampshire. 8pp. 59098:124-59098:131.

Q. Adjudlcatory correspondence

9109100253 Forwards filing submitted to ASLB entitled. "State of NH Comments re Ap-
plicant Response to Licensing Board Order of 900111." W/svc list.
HUNTINGTON.G.M.    New    Hampshire.    State    of.    #391     12165.    90/02/16.
ROSENTHAL.A.S.,  MOORE.T.. WILBUR.H. Atomic Safety and  Licensing Appeal
Panel. 3pp. 59023:302-59023:313.

9109100208 Forwards suppl discovery requests on behalf of Seacoast Antipollution
League covering number of gallons of fresh water required for decommissioning pro-

METCALF.M.K. Seacoast Anti-Pollution League. 91/08/20. HAFFER.E.A. Sheehan.
Phinney, Bass & Green. P.A. 2pp. 59082:278-59082:279.

9109100209 NRC Staff opposition to intervenors appeal of LBP-91-24.* Issues posed in
ALAB-939.as refined by ALAB-945 resolved as moot & appeal should be denied.W/
Certificate of Svc.

YOUNG.M.A. Office of the General Counsel (Post 860701). #391 12160. 91/08/26.
Commissioners (Post 750119). 34pp. 59023:264-59023:296.

I. Financial information

9109170286 Forwards author rebutal testimony re base rate used by util, uncertainty in
prospective growth path of low level waste disposal costs & overall cost escalation
rates.

ROHRBACH.J.S. New Hampshire. State of. 91/08/27. SMUKLER.L New Hampshire.
State of. 3pp. 59136:276-59136:278.

9109100332 Suppls 901113 application for amend to License NPF-86,to acquire & pos-
sess ownership interest in facility.consisting of FERC opinion & order affirming initial
decision & conditionally approving disposition of facilities.

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91/08/28. Document Con-
trol Branch (Document Control Desk). 210pp. 59060:113-59060:266.

9109300248 Forwards rept of hearing officer on S Nelkens data requests & objection &
responses.transcript of pre-hearing conference held on 910807 & Procedural Order 9.
MELVIN.W. New Hampshire, State of. 91/08/28. NRC - No Detailed Affiliation Given.
42pp. 59261:070-59261:111.

9109090206 Forwards annual rept for 1990 for United Illuminating Co, Eastern Utils
Assoc,Northeast Utils,Commonwealth Energy Sys, New England Electric Sys.Taunton
Municipal Lighting Plant & Hudson Light & Power Dept

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91/08/30. Document Con-
trol Branch (Document Control Desk). 2pp. 59081:054-59082:213.

-9109090209 "United Illuminating 1990 Annual Rept."
EDWARDS.G.W., GROSSI.R.J. United Illuminating Co. 90/12/31. 56pp. 59081:056-

-9109090212 "Eastern Utils Assoc Annual Rept 1990."

PARDUS.D.G.,   STEVENS.J.R.    Eastern    Utilities   Associates.    90/12/31.    43pp.
59081:112-59081:154.

-9109090218 "Northeast Utils 1990 Annual Rept."
ELLIS.W.B., FOX.B.M. Northeast Utilities. 90/12/31. 52pp. 59081:155-59081:208.

-9109090219 "Commonwealth Energy Sys 1990 Yr in Review Summary Annual Rept."
SIEGFRIED.R.E., ANDERSON.G.E. Commonwealth Energy System. 90/12/31. 28pp.
59081:209-59081:236.

-9109090222 "1990 Annual Rept"

BOK.J.T., ROWE.J.W. New England Electric System. 90/12/31. 44pp. 59081:237-
59081:280.9252:296-59252:300.1 & 2. W/910912 Itr.
